[Installatron] WordPress installed 


Subject: [Installatron] WordPress installed 
From: support@directnic.com 
Date: 02/16/2018 05:25 PM 
To: gustavo@oldla.org 


This is an automated email from Installatron. To unsubscribe from these emails or to 
change notification settings, login to your web hosting control panel, navigate to the 
Installatron tool, and select the installed applications you wish to modify. 

WordPress v4.9.4 has been installed to: 

http://www.oldla.org 

http://www.oldla.org/wp-admin 

Administrator Username: admin_oldla 
Administrator Email: gustavotaoldla. org 

Login to your web hosting control panel and navigate to the Installatron tool to manage 
this install. 

End of report. 
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